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1. No aircraft were stationed at the Mlershof 
(N 53/2 94) airfield. There was no flying, * 


2 ° ? h 9, Soviet Army motor pool was still in the 

builaings on the s outhern edge of the field 
which viere guarded by Soviet Zone Gorman nolice. 
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